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Review Staff: 76-0262/2 
13 April 1976° 


Mr. William G. Miller 
Staff Director 
Select Committee To Study Governmental 
Operations With Respect To- Intelligence 
Activities 
Room G-308 
Dirksen Senate Office Building 
Washington, D. C. 20510. 


- Dear Mr. Miller: 


Attached you will please find comments on security 
. and factual aspects of a Select Committee draft report 
@ ; entitled, "Proprietaries", These comments have been 


made i to the author. 


Sineszeiys 


alter er 
Review Staff 


Attachment: 
As stated 
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